THE,  STORY  OE  THE,  NATIONAL  F IRE,  PROTEC¬ 
TION  ASSOCIATION. 


THE  American  fire  waste  averages  $250,0000,000  per  year. 

This  is  $30,000  per  hour  or  $500  per  minute.  This  does 
not  include  the  huge  cost  of  Fire  Departments.  That  is  an  addi¬ 
tional  burden. 

Insurance  companies  collect  fire  losses  and  distribute  them. 
The  greater  the  fire  loss  the  more  they  must  collect.  If  they 
collected  less  than  they  have  to  pay  out  they  would  soon  be  bank¬ 
rupt  ;  capital  devoted  to  fire  insurance  would  be  wiped  out.  The 
greater  the  fire  loss  the  more  the  people  are  assessed  to  pay  for 
it,  and  the  less  they  have  to  spend  for  other  things.  Whatever 
is  wasted  in  the  home  makes  the  struggle  of  the  family  harder. 
Whatever  is  wasted  in  a  nation  makes  it  harder  for  its  people  to 
live. 

The  National  Fire  Protection  Association  has  two  functions. 
One  is  to  make  the  standai'ds  under  guidance  of  which  the  fire 
waste  may  be  checked ;  the  other  is  to  educate  the  people  in  the 
observance  of  those  standards  and  point  out  the  grievous  economic 
penalties  for  ignoring  them. 

The  character  of  these  standards,  rules  and  requirements  is 
shown  by  the  list  of  publications  printed  herein.  The  standards 
are  made  by  the  representatives  of  the  Active  members  given  on 
page  12.  These  representatives  are  expert  fire  prevention  engi¬ 
neers  and  serve  the  Association  without  pay.  There  is  no  public 
effort  in  the  history  of  the  nation  to  which  there  has  been  so 
freely  given  over  so  long  a  period  so  much  of  expert  thought  and 
painstaking  technical  investigation  as  to  the  National  Fire  Pro¬ 
tection  Association. 

♦ 

The  Association  meets  annually  in  a  three  days’  convention, 
at  which  the  reports  on  the  various  standards  are  presented  by  its 
committees  of  experts  and  discussed  by  the  convention  before 
adoption.  The  progress  of  the  nation  in  science,  invention  and 
the  industrial  arts  makes  constant  revision  of  these  standards 
imperative.  The  Association  was  organized  in  1895,  and  hence 
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for  nearly  twenty  years  has  been  compiling  and  revising  these 
standards,  which  are  now  the  recognized  national  guide  and 
authority  and  are  officially  adopted  by  the  National  Board  of 
Fire  Underwriters  and  all  other  organizations  interested  in  fire 
protection  or  prevention. 

This  work  of  compiling  and  revising  standards  covering  ex¬ 
plosives,  gases,  oils,  electric  wiring  and  all  fire  appliances  must 
continue  indefinitely.  It  is  a  work  for  experts  and  demands  the 
services  of  those  members  having  technical  education.  The  pro¬ 
ceedings  of  the  annual  convention  are  stenographically  reported 
and  issued  in  printed  form  so  that  all  members  may  study  the 
reports  and  the  discussions  thereon  at  their  leisure. 

In  the  great  work  of  public  education ,  however,  all  members 
may  and  do  share.  The  colossal  fire  waste  is  impoverishing 
the  people.  They  do  not  realize  it.  They  must,  therefore,  be 
taught,  in  the  press,  in  the  schools,  and  by  public  speaking ;  first, 
that  the  fire  waste  adds  tremendously  to  the  cost  of  living,  and 
second,  how  to  stop  it. 

The  Association’s  literature  is  prepared  with  the  object  of 
educating  the  layman  in  fire  prevention.  Although  based  upon 
expert  knowledge,  it  is  put  into  popular  form  so  that  anyone  is 
enabled  to  educate  himself  to  protect  his  own  premises  and  give 
advice  to  his  neighbor. 

The  Quarterly  Magazine  of  the  Association  is  unique  in  its 
special  articles  on  fire  hazards,  fire  protection  and  prevention, 
and  the  economic  effects  of  the  fire  waste.  Its  editorial  matter  is 
clearly  and  forcefully  written,  and  its  carefully  edited  depart¬ 
ment  of  fire  records  is  indispensable  to  those  who  are  studying 
fire  causes  and  effects  in  specific  properties.  In  the  Quarterly 
are  described  the  important  fires  occurring  in  the  United  States 
and  Canada,  with  special  reference  to  their  origin,  their  extent, 
and  the  manner  of  their  extinguishment.  By  a  special  method 
of  cataloguing  statistical  records  are  so  kept  as  to  permit  the 
publication  in  every  issue  of  fire  statistics  on  some  special  class 
of  factory  or  occupancy,  showing  how  the  majority  of  such  fires 
start  and  how  in  the  cases  given  they  were  extinguished. 

Special  studies  are  made  of  the  effect  of  fire  on  concrete  and 
other  buildings  of  fire-resistive  construction.  Unique  bulletins 
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are  regularly  issued  covering  the  hazards  of  Christmas  trees  and 
decorations  and  Independence  Day  celebrations ;  and  during  each 
year  many  individual  papers  and  reports  on  specific  topics  are 
sent  to  members,  besides  copies  of  all  of  the  Association’s  stand¬ 
ards  as  soon  as  they  are  completed  and  published.  The  office 
correspondence  of  the  Association  is  voluminous,  as  any  infor¬ 
mation  in  its  files  accumulated  during  the  nineteen  years  of  its 
life  is  gladly  furnished  its  members  on  application. 

The  office  of  the  Association  is  the  source  of,  or  clearing  house 
for,  all  that  is  authoritative  on  the  subjects  of  the  fire  waste,  fire 
protection  and  fire  prevention. 

The  Association’s  membership  is  composed  of  architects,  build¬ 
ers,  merchants,  manufacturers,  warehousemen,  engineers,  fire 
marshals,  fire  wrardens,  fire  chiefs,  electricians,  credit  men,  bank¬ 
ers,  insurance  agents  and  inspectors,  Boards  of  Trade,  Chambers 
of  Commerce,  Public  Libraries  and  many  other  organizations, 
individuals,  firms  and  corporations. 

No  admission  fee  is  charged  for  membership.  The  Quarterly 
magazine,  the  published  standards,  all  special  bulletins  and  other 
valuable  engineering  and  popular  literature  issued  during  the 
year  are  supplied  to  members  for  five  dollars  ($5)  per  year  an¬ 
nual  dues.  There  is  no  other  expense.  The  membership  year 
begins  with  the  date  of  the  member’s  election. 

Any  individual,  firm,  corporation,  or  society  is  eligible  to 
membership. 

The  executive  office  of  the  National  Fire  Protection  Association 
is  at  87  Milk  Street,  Boston,  Massachusetts,  and  the  Secretary  will 
promptly  send  sample  publications  to  anyone  wishing  to  know 
of  the  work  of  the  Association  or  who  may  desire  to  co-operate 
as  a  member  in  reducing  the  deplorable  American  ash  heap. 


PUBLICATIONS 

on  the  subjects  of 

Fire  Prevention  and  Fire  Protection 

available  in  the  files  of  the 

National  Fire  Protection  Association. 

(  Correct  to  January  1st ,  1911/..) 

Copies  of  the  Standards,  Model  State  Laws  and  City  Ordinances,  Com¬ 
mittee  Reports,  Fire  Reports  and  Miscellaneous  Publications  given  below, 
will  be  mailed  on  application  to 

Franklin  H.  Wentworth,  Secretary , 

87  Milk  Street,  Boston,  Massachusetts. 

Note  :  Where  no  price  is  quoted  the  -publications  are  free. 

PUBLICATIONS  ON  FIRE  PREVENTION* 

I.  Standard  Rules  and  Requirements  for  Safeguarding  Hazards  : 

(. See  also  Sta?idards  on  Fire  Protection. ) 

(a)  Acetylene  Gas  Machines  and  Storage  of  Calcium  Carbide. 

(b)  Coal  Gas  Producers  (pressure  and  suction  systems). 

(c)  Dip  Tanks*  Construction  and  Installation. 

(d)  Electric  Wiring  and  Apparatus  (National  Electrical  Code). 

(e)  Electrical  Fittings,  List  of  approved. 

(f)  Fuel  Oil,  Storage  and  Use,  and  Oil  Burning  Equipments. 

(g)  Gas  and  Gasolene  Engines.  Construction  and  Installation. 

(h)  Gas  Shut-off  Valves.  Construction  and  Installation. 

(i)  Gasolene  Vapor  Gas  Lighting  Machines,  Lamps  and  Systems. 

(j)  Grain  Dryers. 

(k)  Incubators  and  Brooders. 

(l)  Kerosene  Oil  Pressure  Systems.  Lighting  and  Industrial  Uses. 

(m)  Lightning,  Protection  against. 

(n)  Nitro-cellulose  Films  (storage  and  handling) . 

(o)  Oil  Storage  (inflammables).  Systems  for  storing  250  gallons  or 

less  of  fluids  which  at  ordinary  temperatures  give  off  inflammable 
vapors. 

(p)  Oxy-acetylene  Heating  and  Welding  Apparatus. 

(q)  Railway  Car  Houses  (storage  and  operating).  Construction  and 

Protection  of. 
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(r)  Uniform  Requirements  (giving  standard  slow  burning  (mill)  con¬ 
struction  ;  suggestions  for  improving  inferior  construction,  general 
hazards,  oil  rooms,  general  protection,  stairway  and  elevator 
enclosures,  watchman,  thermostats,  etc.) 

(s)  Waste  Cans,  Ash  Cans,  Refuse  Barrels,  Fire  Pails  and  Safety  Cans 
for  Benzine  and  Gasolene. 

Note:  The  above  Rules  and  Requirements  have  also  bee7i  adopted  by  and 
are  the  official  standards  of  the  Natio?ial  Board  of  Fire  Underwriters. 

t 

II.  Suggested  STATE  LAWS  for  regulating  fire-hazards  : 

(a)  State  Fire  Marshal  Law  (of  the  Fire  Marshal  Association  of  North 

America) . 

(b)  Explosives,  To  regulate  the  manufacture,  storage,  sale  and  use  of. 

(c)  Explosives,  To  regulate  the  transportation  and  carriage  of. 

(d)  Matches,  To  regulate  the  manufacture,  storage,  sale  and  distribution 

of. 

III.  Suggested  MUNICIPAL  ORDINANCES  for  regulating  fire- 

hazards  : 

(a)  Chimneys  and  Flues,  To  provide  for  the  safe  construction  of  Chim¬ 

neys,  Flues  and  Fireplaces. 

(b)  Building  Code  and  Ordinances  for  Small  Municipalities. 

(c)  Fireworks,  To  prohibit  the  discharge  or  firing  of  fireworks  and  other 

pyrotechnic  display  and  to  limit  their  storage. 

(d)  Explosives,  To  regulate  the  manufacture,  keeping,  storage,  sale, 

use  and  transportation  of. 

(e)  Inflammable  Liquids  and  the  Products  Thereof,  To  regulate  the  use, 

handling,  storage  and  sale  of. 

(f)  Inspection  of  premises  by  the  Fire  Department  (with  sample  of 

Inspection  Blank). 

(g)  Matches,  To  regulate  the  manufacture,  storage,  sale  and  distribu¬ 

tion  of. 

(h)  Motion  Picture  Machines,  To  regulate  the  installation,  operation 

and  maintenance  of. 

(i)  Theatres,  To  regulate  the  construction  and  equipment  of. 

Note  :  The  above  ?nodel  laws  and  ordinances  have  also  been  officially 
adopted  by  the  National  Board  of  Fire  Underwriters. 

IV.  EDUCATIONAL. 

(a)  Story  of  the  National  Fire  Protection  Association. 

(b)  Syllabus  for  Public  Instruction  in  Fire  Prevention.  Franklin  H. 

Wentworth. 

(c)  Preventable  Fire  Waste.  Committee  Address,  National  Board  of 

Fire  Underwriters. 
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(d)  The  Fire  Waste*  Address  of  Hon.  Walter  L.  Fisher,  Secretary  of 

Interior,  U.  S. 

(e)  A  Campaign  to  Prevent  Fire*  Address  of  Franklin  H.  Wentworth. 

Published  by  the  Canadian  Manufacturers  Association. 

(f)  Fire  Waste  Overtaking  Insurance  Capital*  Committee  on  Publicity 

and  Education. 

(g)  Fire  Hazards  on  the  Farm* 

(h)  Fire  Losses  in  U.  S*  $3Qt000  an  Hour  and  What  Individuals  and 

Communities  Can  Do  to  Reduce  Them.  Committee  on  Publicity 
and  Education. 

(i)  Specifications  for  a  Standard  Building.  Report  of  Committee  on 

Fire-resistive  Construction. 

(j)  Will  You  be  a  Fire  Warden  and  Life  Saver?  (1)  In  the  Home. 

(2)  In  the  Store  and  Factory.  Committee  on  Publicity  and 
Education. 

(k)  Fire  Stories  for  Children,  Committee  on  Publicity  and  Education. 

(l)  Inspection  of  Buildings  and  Contents  by  Uniformed  Members  of 

Fire  Departments.  Fire  Chief  H.  C.  Bunker. 

(m)  Fire  Prevention  and  Fire  Protection  for  Manufacturing  Plants. 

F.  M.  Griswold. 

(n)  Fire  Prevention  Day  Programs  for  Public  Parade,  School  Exercises, 

Evening  Assembly.  ( Price  ten  cents.) 

(o)  Safeguarding  Hazards.  Chicago  Board  of  Underwriters. 

(p)  Chimneys,  Flues  and  Fireplaces,  How  to  Build  Them.  (Containing 

“  A  Fable  for  Builders.”) 

(q)  Tanneries.  Suggestions  for  their  Improvement  as  Fire  Risks. 

Committee  Report.  ( Price  five  cents.) 

(r)  Shoe  Factories.  Suggestions  for  their  Improvement  as  Fire  Risks. 

Committee  Report.  {Price  five  cents.) 

(s)  Spontaneous  Combustion.  William  Warren  Moore.  ( Price  five 

cents.) 

(t)  Fire  Hazards  Due  to  Trolley  Circuits.  Samuel  S.  Wyer. 

(u)  The  Permanent  Fireproofing  of  Cotton  Goods.  William  Henry 

Perkin.  {Price  five  cents.) 

(v)  Cordage  Fibres ;  their  Physical  Properties,  Hazards  and  Character¬ 

istics.  T.  E.  Sears.  {Price  five  cents.) 

(w)  The  Cooperage  Industry.  J.  Albert  Robinson. 

(x)  Dwelling  House  Hazards.  How  to  Prevent  Fires  in  the  Home. 

( Price  $10.00  per  thousand .) 

(y)  The  Evil  Shingle  Roof.  {Price  $  10.00  per  thousand.) 

(z)  Holiday  Bulletins,  Illustrated  four-page  bulletins  are  prepared  for 

circulation  preceding  Independence  Day  and  Christmas  Day, 
warning  against  the  hazards  of  fireworks  and  inflammable  decora¬ 
tions,  temporary  electric  wiring,  etc.  {Price  $10.00  per 
thousand.) 


CALL  SLIP  FOR  RESERVED  BOOKS 


Call  number 


AUTHOR 


TITLE 


Reserved  books  are  to  be  consulted  in  the  Reading  rooms  only. 
The  signer  of  the  call  slip  must  return  the  hook  to  the  Loan  desk  before 
leaving  the  room. 

Reserved  books  may  not  he  loaned  from  the  library  except  when 
the  Reading  rooms  are  closed;  and  when  so  loaned  they  must  be  re¬ 
turned  by  the  time  the  library  next  opens;  failure  to  do  so  subjects  the 
borrower  to  a  fine  of  twenty-five  cents  for  the  first  hour  and  five  cents 
for  every  hour  after  that  until  the  book  is  returned. 


Signature  of  borrower 
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(zz)  Gas,  Oil,  Mechanical  and  Chemical  Appliances,  List  of.  Published 
by  National  Board  of  Fire  Underwriters  at  recommendation  of 
Underwriters’  Laboratories,  Inc.,  following  examinations  and 
tests  conducted  under  standards  recommended  by  the  National 
Fire  Protection  Association. 


Published  under  one  covej — Pamphlet  known  as  “  List  of  Gas ,  Oil,  Mechanical 

and  Chemical  Appliances .” 


Acetylene  Generators. 

Lamps. 

Service  Tanks. 

Alcohol  Devices. 

Cleaning  Fluids. 

Dust  Cloths. 

Engines,  Fuel  Oil. 

Gas. 

Gasolene,  Stationary. 
Gasolene,  Portable. 

Film  Box. 

Floor  Brush. 

Fuel  Kindler. 

Gas  Heaters. 

Producers,  Suction. 
Regulators. 

Shut-off  Valves. 

Gasolene  Gas  Machines. 

Hose. 

Lighting  Systems,  Class 
C  and  Class  E. 

Oil  Distribution  Sys¬ 
tems,  Class  C. 


Gasolene  Stoves. 

Strainer. 

Vapor  Lamps. 

Incubators  and  Brooders. 

Kerosene  Kiln. 

Oil  Pressure  Systems. 
Lime,  Slaked. 

Liquid  Gas  Apparatus. 

Oil-Burning  Equipment. 

Paint  Thinner. 

Pitching  Plants. 

Polish. 

Safety  Cans. 

Storage  Systems,  Inside  Discharge. 

Isolated. 

Portable  Tanks. 
Inside  Discharge 
System  Pump. 
Stationary  Tanks 
in  Buildings. 
Underg-round 
Tanks. 

Sweeping  Compounds. 

Unions. 

Watchmen’s  Lantern. 


PUBLICATIONS  ON  FIRE  PROTECTION. 

I.  Standard  Rules  and  Requirements  for  Fire  Protection. 

( See  also  Standards  on  Fire  Preve?itio?i.) 

(a)  Fire  Brigades,  Private.  Their  Organization  and  Drilling. 

(b)  Fire  Doors  and  Shutters,  Construction  and  Installation  of. 

(c)  Fire  Hose,  for  Fire  Department  Use. 

(d)  Fire  Hose,  for  Private  Department  Mill  Yard  Use. 

(e)  Fire  Hose,  Unlined  Linen,  for  Use  Inside  Buildings. 

(f)  Fire  Pumps  (Steam)  Construction  and  Installation  of. 

(g)  Fire  Pumps  (Electric)  Construction  and  Installation  of. 

(h)  Fire  Pumps  (Centrifugal)  Construction  and  Installation  of. 

(i)  Fire  Pumps  (Rotary)  Construction  and  Installation  of. 

(j)  Steam  Pump  Governors  and  Auxiliary  Pumps. 

(k)  Gravity  Tanks,  Reservoirs  and  Valve  Pits. 
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(l)  Hose  Couplings  and  Hydrant  Fittings  for  Public  Fire  Service. 

(m)  Hose  Houses  for  Mill  Yards.  Their  Construction  and  Equipment. 

(n)  Municipal  Fire  Alarm  Systems.  Their  Construction,  Installation 

and  Use. 

(o)  Signaling  Systems,  Used  for  the  transmission  of  signals  affecting  the 

fire-hazard. 

(p)  Skylights,  The  Construction  and  Installation  of. 

(q)  Sprinkler  Equipments.  Automatic  and  Open  Systems. 

(r)  Valves,  Indicator  Posts  and  Hydrants,  for  Mill  Yard  Use.  Construc¬ 

tion  of. 

(s)  Wired  Glass  and  Metal  Window  Frame  Construction. 

Note  :  The  above  Rules  and  Requirements  have  been  also  adopted  by  and 
are  the  official  standards  of  the  National  Board  of  Fire  Underxvriters. 

II.  EDUCATIONAL. 

(a)  Automobile  Fire  Apparatus.  Committee  Report. 

(b)  Factories  and  their  Fire  Protection.  Franklin  H.  Wentworth.  ( Price 

five  cents .) 

(c)  The  Automatic  Control  of  Fire.  Fitzhugh  Taylor.  ( Price  five  cents.) 

(d)  Exit  Drills  for  Factories,  Schools,  Department  Stores  and  Theatres. 

Suggestions  for  their  organization  and  execution.  (Price  five 
cents. ) 

(e)  High  Pressure  Systems  for  Fire  Service.  Committee  Report. 

(f)  Fire  Service  Connections :  Their  Protection.  H.  O.  Lacount. 

(g)  Fire  Hose.  The  need  for  a  better  quality  of  Public  Department 

Fire  Hose.  Committee  Report. 

(h)  Hose  Couplings  and  Hydrant  Fittings  for  Public  Fire  Service ; 

Progress  in  Adoption  of  National  Standard  by  Cities  of  U.  S. 
F.  M.  Griswold. 

(i)  Freezing  Preventives  for  Water  Pails  and  Chemical  Extinguishers. 

J.  Albert  Robinson.  ( Price  five  cents.) 

(j)  Water  Barrels  and  Pails  for  Fire  Protection.  W.  R.  Ruegnitz.  (Price 

five  cents .) 

(k)  Fire  Appliances,  Approved  List.  Published  by  National  Board  of 

Fire  Underwriters  at  recommendation  of  Underwriters’  Labora¬ 
tories,  Inc.,  following  examinations  and  tests  conducted  under 
standards  recommended  by  the  National  Fire  Protection  Asso¬ 
ciation. 

Published  under  one  cover — Pamphlet  known  as  “  List  of  Manufacturers  of  fire 

Appliances  P 

Alarm  Valves.  Doors  and  Shutters. 

Building  Material.  Dry  Pipe  Valves. 

Cabinets,  Insulated.  Extinguishers,  1  Quart. 

Doors,  Corridor  or  Partition.  Extinguishers,  Pail  Type. 

Doors,  Stair  and  Elevator.  Extinguishers, 2jGallon, Hand  Chemical. 
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Extinguishers,  Miscellaneous. 
Extinguishers  on  Wheels,  Chemical,  33 
Gallons. 

F ire  Alarms,  Automatic  (Thermostats) . 
Fusible  Links. 

Heat  Insulating  Coverings. 

Hardware  for  Windows. 

Hardware  for  Doors  and  Shutters. 
Hose,  Fire  Department  and  Mill  Yard. 
Hose,  for  Chemical  Fire  Extinguishers. 
Hose,  Unlined  Linen. 

Hose  Racks. 

Hydrants. 

Paints,  Fire  Retardant. 


Play  Pipe. 

Post  Cap  and  Girder  Supports. 

Pump  Governors. 

Receptacles  (Safety  Cans). 

Shop  Equipment. 

Signal  and  Fire  Alarm  Systems,  Bells  for. 
Sprinklers,  Automatic. 

Sprinkler,  Supervisory  Devices. 

Wall  Hangers  (Steel). 

Waste  Cans. 

Watchman’s  Time  Recording  Apparatus . 
Window  Frames  for  Wired  Glass. 
Window  Hardware,  Sash  Locks,  Chains . 
Wired  Glass. 


SPECIAL  PUBLICATIONS* 

(a)  The  Equitable  Building  Fire*  (Illustrated.)  Report  by  New  York 

Board  of  Fire  Underwriters.  ( Price  fiftee?i  cents.) 

(b)  The  Baltimore  Conflagration.  (130  pages,  illustrated.)  Committee 

Report.  (. Price  tvjenty-five  cents .) 

(c)  Binghamton  Clothing  Company  Fire.  (12  pages,  illustrated.)  Com¬ 

mittee  Report.  ( Price  ten  cents .) 

(d)  Cotton  Bales.  The  Relative  Fire  Hazard  of  Cotton  as  Baled  by 

Various  Methods.  (83  pages,  illustrated,  only  a  few  copies.) 
Committee  Report.  (. Price  fifty  cents.) 


FOR  MEMBERS  ONLY. 

(a)  Proceedings  of  Annual  Meetings.  Containing  stenographic  report 

of  transactions  of  the  Association  and  the  discussions  incident 
to  the  adoption  of  its  standards.  {Extra  copies  $1.) 

(b)  Quarterly  Magazine  of  the  Association.  A  chronicle  of  the  Asso¬ 

ciation’s  activities,  with  valuable  contributions  of  articles  on  fire 
prevention  and  protection,  and  special  hazards,  and  compilations 
of  fire  statistics  on  various  classes  of  property.  ( Extra  copies 
fifty  cents.) 

(c)  Year-book  and  directory.  Complete  list  of  members  with  addresses. 

(d)  Index  to  all  subjects  covered  in  the  Printed  Records.  (Proceedings, 

Quarterly,  etc.) 

(e)  Special  reports,  bulletins,  etc.,  issued  during  the  year. 

Note  :  Each  member  receives  one  copy  of  all  the  Association’s  publications 
current  during  the  year  of  his  membership.  Membership  year  begins  with 
date  of  election.  Five  dollars  per  year  dues  is  the  total  expense;  no  initia¬ 
tion  fee,  no  further  assessments. 
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National  Fire  Protection  Association. 


FRANKLIN  H.  WENTWORTH,  Secretary-Treasurer 
87  Milk  Street,  Boston,  Mass. 


Active  Members. 

February  1,  1914. 


American  Institute  of  Architects. 

American  Institute  of  Consulting-  Engineers. 
American  Institute  of  Electrical  Engineers. 
American  Institute  of  Mining  Engineers. 
American  Concrete  Institute. 

American  Gas  Institute. 

American  Electric  Railway  Association. 

American  Warehousemen’s  Association. 

Alabama  Fire  Prevention  Society. 

Arkansas  Actuarial  Bureau. 

Arkansas  Fire  Prevention  Association. 

Associated  Factory  Mutual  Fire  Insurance  Co’s. 
Inspection  Bureau. 

Association  of  Fire  Underwriters  of  Baltimore 
City. 

Board  of  Fire  Underwriters  of  Allegheny  County. 
Board  of  Fire  Underwriters  of  the  Pacific. 

Board  of  Fire  Underwriters  of  the  Territory  of 
Hawaii. 

Boston  Board  of  Fire  Underwriters. 

Buffalo  Association  of  Fire  Underwriters. 

Bureau  for  Safe  Transportation  of  Explosives. 
Canadian  Fire  Underwriters’  Association. 
Canadian  Manufacturers  Association. 

Chicago  Board  of  Underwriters  of  Chicago. 
Cincinnati  Fire  Prevention  Bureau. 

Cleveland  Inspection  Bureau. 

Cotton  Insurance  Association. 

Electrical  Supply  Jobbers  Association. 

Factory  Insurance  Association. 

Factory  Mutual  Laboratories. 

Fire  Underwriters’  Electrical  Bureau. 

Fire  Underwriters*  Inspection  Bureau. 

Florida  Fire  Prevention  Society. 

Georgia  Fire  Prevention  Society. 

Gypsum  Industries  Association. 

Illinois  Inspection  Bureau. 

Illinois  State  Fire  Prevention  Association. 
Independent  Petroleum  Marketers’  Association 
of  U.  S.,  The 

Indiana  Inspection  Bureau. 

Insurance  Association  of  Providence. 
Inter-Mountain  Fire  Prevention  Association. 
International  Acetylene  Association. 

International  Association  of  Fire  Engineers. 
International  Association  of  Municipal  Electri¬ 
cians. 

Iowa  State  Fire  Prevention  Association. 

Kansas  Inspection  and  Fire  Prevention  Office. 
Kentucky  Actuarial  Bureau. 

Kentucky  State  Fire  Prevention  Association. 
Louisiana  Fire  Prevention  Bureau. 

Louisiana  State  Society  for  the  Reduction  of  Fire 
Waste. 

Mainland  Fire  Underwriters’  Association  of 
British  Columbia. 

Mass.  Assn,  of  Municipal  Electrical  Inspectors. 
Massachusetts  Mutual  Fire  Insurance  Union. 
Michigan  Inspection  Bureau. 

Michigan  State  Fire  Prevention  Association. 
Milwaukee  Board  of  Fire  Underwriters. 

Minnesota  State  Fire  Prevention  Association. 
Mississippi  Inspection  and  Advisory  Rating 
Company. 

Mississippi  Society  for  the  Prevention  of  Fires. 
Missouri  Inspection  Bureau. 

Mis  souri  Fire  Prevention  Association. 


Building 


Owners* 


.V'- 


Mutual  Fire  Prevention  Bureau. 

National  Association  of 
Managers. 

National  Association  of  Credit  Men. 

National  Association  of  Electrical  Inspectors. 
National  Association  of  Local  Fire  Insur 
Agents,  The 

National  Association  of  Manufacturers  of  Ui 
States. 

National  Assn,  of  Master  Gravel  and  Slag  Ro 
of  America. 

National  Board  of  Fire  Underwriters. 

National  Convention  of  Insurance  Commissio 
National  Electrical  Contractors’  Association. 
National  Electric  Light  Association. 

National  Hardware  Association  of  U.  S.,  The 
National  Implement  and  Vehicle  Association. 
National  Paint,  Oil  and  Varnish  Association. 
National  Wholesale  Grocers’  Association. 
National  Wholesale  Druggists’  Association. 
Nebraska  Inspection  Bureau. 

Nebraska  State  Fire  Prevention  Association, 
New  Brunswick  Board  of  Fire  Underwriters. 
New  England  Bureau  of  United  Inspection. 
New  England  Insurance  Exchange. 

New  Hampshire  Board  of  Fire  Underwriters.- 
New  Jersey  Fire  Actuarial  Bureau. 

New  York  Board  of  Fire  Underwriters. 

New  York  Fire  Insurance  Exchange. 

North  Carolina  Fire  Prevention  Association 
North  Dakota  State  Fire  Prevention  Associati , . 
Nova  Scotia  Board  of  Fire  Underwriters. 

Ohio  Inspection  Bureau. 

Ohio  State  Fire  Prevention  Association. 
Oklahoma  Inspection  Bureau. 

Oklahoma  State  Fire  Prevention  Association.-; 
Ontario  Fire  Prevention  Association. 
Philadelphia  Fire  Underwriters*  Association. s 
Philadelphia  Suburban  Underwriters’  Associsfifl 
Rocky  Mountain  Fire  Underwriters’  Associaf 
South  Carolina  State  Fire  Prevention  Associi^ 
South  Dakota  State  Fire  Prevention  Associat 
South-Eastern  Underwriters’  Association. 
Southern  Cypress  Manufacturers’  Association 
St.  Louis  Fire  Prevention  Bureau. 

Suburban  Fire  Insurance  Exchange. 

Tennessee  Fire  Prevention  Association. 
Tennessee  Inspection  Bureau, 

Texas  Fire  Prevention  Association. 

The  Union. 

Underwriters*  Assn,  of  the  Middle  Departme  , 
Underwriters’  Association  of  New  York  Statffj 
Underwriters’  Bureau  of  Middle  and  Sou 
States. 

Underwriters*  Bureau  of  New  England. 
Underwriters’  Laboratories,  Inc. 

Vancouver  Island  Fire  Underwriters’  Associ 
Virginia  Fire  Prevention  Association. 

Western  Actuarial  Bureau  (Fire). 

Western  Canada  Fire  Underwriters’  Associa 
Western  Factory  Insurance  Association. 
Western  Sprinklered  Risk  Association. 

West  Virginia  Inspection  Bureau. 

"West  Virginia  State  Fire  Prevention  Associa 
Wisconsin  Inspection  Bureau. 

Wisconsin  State  Fire  Prevention  Associatioi 
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